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INSTRUMENT ENGINEERS 

Openings with corporates, engineer/constructors and 
utilities for engineers with minimum of 5 years of speci- 
fication, design, evaluation or installation and debugging 
of control systems and instrumentation for refineries, 
petrochemical, chemical, pharmaceutical and power 
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30,000. Fee paid. H. R. Fairchild (201) 233-8444. 

CONSULTANTS, INC. 
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